2.  Operational  Period  (Date  / Time) 

ORGANIZATION 
ASSIGNMENT  LIST 
ICS  203  - EPA 

aill  - R6 

From:  : 08/10/2015  0700  CST 
To:  08/10/2015  2400  CST 

NDER  / COMMAND  STAFF: 

7.  OPERATION  SECTION: 

) 

Mark  Hayes 

Chief 

Hayes 

/ 

Jon  Rinehart 

Deputy 

Rinehart 

r 

REOC  Support:  Ken  Shewmake 

Deputy 

r 

Janie  Acevedo 

Staging  Area  Manager 

r 

WATER:  McCasland,  Manheimer 

START  CONTRACTORS 

ICP  Support  - 3 

NTATIVES: 

SAMPLING  TEAM  1 

NORTH 

Name 

Team  Leader 

START  Sean  Galvas 

Ronnie  Crossland 

START  Dana  Petersen 

Chris  Petersen 

START  Daniel  Tighe 

Susan  Webster 

Althea  Foster 

John  Martin 

N: 

STRIKE  TEAM  2 

SOUTH 

REOC  Support:  Matt  Loesel 

Team  Leader 

START  Derrick  Cobb 

START  Lee  Ellmaker 

START  Alan  Gryer 

REOC  Support:  Rauscher  & Turner 

STRIKE  TEAM  3 

CENTRAL 

REOC  Water  Support:  Angela  Restivo 

Team  Leader 

START  CONTRACTOR  7 

REOC  CIC  Support:  Joan  Drammeh 

START  CONTRACTOR  8 

REOC  START  Support:  D Crow 

START  CONTRACTOR  9 

REOC  START  GIS:  K Fuller 

N: 

Derek  Ragon 

8.  FINANCE/ADMINISTRATION  SECTION: 

Chief 

REOC  Support:  Cindy  Brown 

Deputy 

Time  Unit 

Procurement  Unit 

Compensation/Claims  Unit 

Cost  Unit 

NOTES: 

LSC  Ragon  will  return  to  Dallas,  TX  after  delivering  MCP  to  Farmington, 

) 

(Date  / Time) 

Signature: 

VSSIGNMENT  LIST 

ICS  203  - EPA  (Rev  02/10) 

4003094 


ED  000552F  00004454-00001 


